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SUBJECT: ITALIAN HEALTH CARE DELIVERY IMPROVEMENT PROGRAM 
REF: STATE 147903 

1. PROF. GIUNCHI, CHAIRMAN OF PRESIDENT LEONE S SPECIAL COMMISSION 
TO DETERMINE THE FEASIBILITY OF ITALIAN/AMERICAN MEDICAL TECHNO- 
LOGY FOR THE IMPROVEMENT OF ITALIAN HEALTH CARE DELIVERY, ADVISED 
SCIATT THAT THE COMMISSION WILL BE REPRESENTED AT THE WASHINGTON 
MEETINGS BY PROF. FEGIZ. FELLOW OF AMERICAN COLLEGE OF SURGEONS. 
PROF. ANGELINI, DEPT OF SURGERY, PROF. SERRA. DEPT. INTERNAL 
MEDICINE. PROF. BALSANO, HEAD DEPT. OF INTERNAL MEDICINE (ALL 
FROM UNIVERSITY OF ROME) AND PROF. GIUNCHI. VICE RECTOR OF THE 
UNIVERSITY OF ROME AND THE PRESIDENT S PERSONAL PHYSICIAN. 

SCIATT EMBASSY ROME WILL ALSO ATTEND. 

2. THEY REQUEST THAT THE MEETING DATES BE NOV. 13 AND 14, 1975 
IN WASHINGTON AT LOCATION RECOMMENDED BY HEW. 

3. PLEASE CONFIRM SOONEST. VOLPE 
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